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\\ Watergate 

White House Sa ys It Never Requested Wiretaps of Press 

Washington, Feb „ 26 (UPl) - The White House said 
today that no one on President Nixon's staff had ever 

jr 

requested or been aware of any telephone taps on newsmen's 
telephones . 

hr. Nixon's press secretary, Ronald L, Ziegler, said 
that the use of such taps "would be counter to our 


philosophy, of course." 


